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Change of Specification to Itek Corporation Contract 
BB-475, entitled "Sets of Special Resolution Test 
Films" 
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of Itek 


1. As a result of a telephone call from 
Corporation and investigation of proposal from Itek for above subject test 
films, the tolerance for the low contrast target should be changed. It 
now reads "low contrast target with density difference between light and 
dark areas is equal to 0*20 +_ .02" and should be changed to read "low 
contrast target with density difference between light and dark areas is 
equal to 0.20 + .05^" 


2. This change is to be made to comply with standard criteria as 
specified in 5. 1.1. 7. 3 of MIL-STD-150A, 12 May 1959. 


3. Adhering to the + .02 tolerance is beyond the state of the art and 
would entail higher production cost and the higher tolerance is not required. 

k. The change to MIL-STD specification will not cause a change in 
cost. The contract should be consumated at its present contracted price. 
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